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Feng, Shixia 

From: Serafin, Richard J. 

Sent: Tuesday, April 05, 2005 5:19 PM 

To: 'Peggy Ruhn' 

Cc: Feng, Shixia; Kinser, Robin D.; Mendes, Paul; Roethig, Hans 

Subject: MDS Lincoln Facility Audit Report 

DSS: 

Good afternoon, Peggy: 

Here is the report from our audit of the MDS Lincoln facility we recently completed. Please confirm that you received this report 
and forward it to the appropriate departments and management, it would be most helpful if you could provide a written response 
within 30 business days. If you have any questions or concerns, please do not hesitate to contact me. 

Thank you, 

Dick 


4/6/2005 

PM3006740316 
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